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I think the | 1 report should be drastically reduced 

in size and as you suggest I think that you are the guy to do it. This 
should be completed as soon as possible since the report is dated 
31 May and will be back to an embarassing hiatus of three or four 
months again if we are not careful. 


Approved For Release 2002/08/28 : CIA-RDP71B00185A0001 000401 24-2 





